CHANGE HISTORY 


The releases of this publication and their publication dates follow: 

November 1985 First official release. 

March 1986 Version 1.1 

October 1 986 Second printing of Version 1 . 1 

July 1987 Version 1.2 


Version 1.1, March 1986 

Page Change 

10-8 Section 10.3,2.5: Bit number corrected 

1 0-8 Section 10.3.2.5: Port numbers corrected 

10-9 Section 10.3.2.6: Bit number corrected 

10-9 Section 10.3.2.6: Port numbers corrected 

10-9 Section 10.3.3, Table 10.5: timing characteristic number changed 

10-9 Table 10.5: erroneous data deleted 

Version 1.1, second printing, October 1986 

For second printing of Revision 1, Appendix C was updated. 
Page Change 

C-1 Tabled: Latest part numbers (2) added. 

Version 1.2, July 1987 
Page Change 


Addendum New material: speaker description 
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